Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 

Message Text 

UNCLASSIFIED 

PAGE 01 BANGKO 10205 120357Z 
ACTION EA-09 

INFO OCT-01 ISO-OO EB-07 /017 W 

121447Z 041116/50 

R 1 1 1014Z MAY 77 
FM AMEMBASSY BANGKOK 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 2024 
AMCONSULHONG KONG 
AMEMBASSY MANILA 
AMEMBASSY SINGAPORE 

UNCLAS BANGKOK 10205 

E.O. 11652: N/A 
TAGS: BEXP, TH 

SUB J : FOREIGN GOVERNMENT TENDER 

MANILA FOR USADB 

1. 549/01/T0072 
2.051177 

3. J. SAVERY 

4. 549 THAILAND 

5. Q 

6A. SUBMIT BID TO - 
6B. — 

6C. METROPOLITAN WATER WORKS AUTHORITY. SIYEK MANSRI, SAPAN DAM, 

BANGKOK, THAILAND. 

7. MWWA-A-1 10, CONTRACT NO. PAT-4 
8.07/21/77 AT 10:00 A.M. 

9.201 

10. 33212000 - PIPE FOR TRUNK MAINS DIAMETER 400-800 MM. 

- 12,919 METERS 

- FERROUS PIPE (DUCTILE IRON OR CAST IRON OR 
STEEL PIPE) DIA. 400-900 MM. 

- 13,599 METERS 

UNCLASSIFIED 
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- EXPOSED STEEL PIPE DIA. 300-1000 MM. 

- 2,413 METERS 

- UNDERGROUND STEEL PIPE WITH ORDINARY JOINTS 

DIA. 150-1200 MM. 

- 7,830 METERS 

- STEEL SLEEVE PIPE DIA. 300-800 MM. 

- 351 METERS 
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- UNDERGROUND STEEL PIPE WITH RESTRAINED JOINTS 

DIA. 400-1500 MM. 

- 2,732 METERS 

- TEES WITH FLANGED BRANCH: 

400 X 200 - 900 X 200 MM. - 21 PCS. 

400 X 300 - 900 X 300 MM. - 42 PCS. 

500 X 250 - 800 X 250 MM. - 28 PCS. 

400X60 MM. - 2 PCS. 

1000 X 600 MM. - 7 PCS. 

- TANGENTIAL TEE WITH FLANGED BRANCH: 

400 X 200 - 600 X 200 MM. - 7 PCS. 

700 X 300 - 800 X 300 MM. - 5 PCS. 

- FLANGED & SPIGOT OR PLAIN END ADAPTERS: 

400 - 1000 MM. -178 PCS. 

- FLANGED & SOCKET OR BELL ADAPTERS: 

400 - 900 MM. - 96 PCS. 

- STEEL FLANGED: 

400- 1500 MM. -341 PCS. 

- BLANK FLANGES 

400-1500 MM. - 21 PCS. 

- BENDS: 

1/8 BENDS DIA. 400-1000 MM. - 102 PCS. 

1/16 BENDS DIA. 400-1000 MM. - 68 PCS. 

1/32 BENDS DIA. 400-1000 MM. - 27 PCS. 

- FLEXIBLE MECHANICAL COUPLINGS: 

400-1000 MM. - 56 PCS. 

- REDUCERS WITH DOUBLE FLANGED ENDS: 

500X300- 1500 X 1200 MM. -12 PCS. 

- ALL FLANGED TEES: 
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400 X 250 - 1200 X 800 MM. - 12 PCS. 

- ALL FLANGED TANGENTIAL TEES: 

400 X 200 - 1000 X 300 MM. -21 PCS. 

34943000 - VALVES & APPURTENANCE: 

BUTTERFLY VALVES: 400 - 1000 MM. - 39 PCS. 

AIR RELEASE VALVES: 60 - 250 MM. - 39 PCS. 

GATE VALVE WITH SURFACE BOX UNITS: 

150 -300 MM. -140 PCS. 

11. PROJECT FINANCED BY ADB GENERAL FUND LOAN. TENDER DOCUMENTS 
ARE ON SALE AT US$125 PER SET FROM ADDRESS MENTIONED IN 6C. 

A COPY OF BID SPECIFICATIONS BEING AIRPOUCHED. 

WHITEHOUSE 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 11 -May-1 977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977BANGK010205 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 67-0848 
Format: TEL 
From: BANGKOK 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770572/aaaacjxj.tel 

Line Count: 110 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 55f34497-c288-dd11-92da-001cc4696bcc 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 3 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 08-Nov-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2576014 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER MANILA FOR USADB 
TAGS: BEXP, TH 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/55f34497-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
22 May 2009 
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